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What can you get 
for less than a penny a day 


Because ‘The Industrial and Commercial Photographer’ is not available to casual callers at a newsagent, 
or a railway bookstall (it is far too expensive a production to allow us to offer it on sale or return), it could 
be that you do not see it regularly. This is a great pity, because each monthly issue contains information 
that is valuable to your business. And you can get it for less than a penny a day. 

There are two ways of getting ‘ICP’, the leading professional photographic journal in the world. The 
first, of course, is to take out a subscription either for one year or ‘until cancelled’ and to pay annually; 
the second is to place a standing order through your newsagent and have him deliver ‘ICP’ to you each 
month. 

What do you get for your subscription? The articles listed in the Index will give you some idea, but 
they represent only a part of the ‘ICP’ story. The Index cannot, for example, list the hundreds of equipment 
reports in ‘What’s New’, nor the scores of smaller editorial items. Nor does it contain details of the monthly 
editorial leaders, which set the pace in professional reform, point ways to new and better business, provide 
informed and independent comment on all matters affecting professional photographers. (More than one 
reader has said that he would subscribe to ‘ICP’ for the leaders alone.) And of course there is your own private 
platform, the Letters to the Editor. 

You get all this for less than a penny a day. So, please, don’t be without it any longer. If you do not 
already have a subscription complete the form and either send it to us or hand it to your newsagent. 

And if you are one of those studio heads who get one copy and circulate it among a dozen or more staff, 
why not order a second copy and make sure everyone sees it ? 


ICP by post 


(for annual subscription, copies posted direct from the printer to your home or office). 

To The Circulation Manager, 

Industrial and Commercial Photographer, 

Davis House, 69-77 High Street, 

Croydon, CR9 1QH. 

Please send me JCP monthly for one year/until cancelled. I enclose postal order/cheque for £3.25 p.a 
(overseas £3.75). 


Name - Se Ry a eae a 
Address to which copies should be sent: 





ICP from your newsagent 


(to be handed to your newsagent if you would sooner have JCP delivered by him each month). 


To. 





Please arrange to send me a copy of The Industrial and Commercial Photographer each month. It is 
published by Maclaren Publishers Ltd., Davis House, 69-77 High Street, Croydon, CR9 1QH, is available 
through your usual wholesaler, and costs 25p a month. 


Name. 





Address. 











Signature 


N.B. If you want a replacement ‘1972 Index’ once you have used the form(s) let us know and we will send 
a copy free of charge. 


4 Printed in England by the Buxton Press, Buxton, Derbyshire 





